PRODUCED BY AN AUTODESK EDUCATIONAL PRODUCT 


BASEMENT 

(NEW) 

1/2" BENTONITE CONTROL JOINT - 

5" CONCRETE SLAB W/ S"x 6" 
- W2.9 x W2.9 W.W.M. OVER 4 MIL 
POLY. VAPOR BARRIER * 4" 
g RAVEL OVER COMPACT. SOIL 
(HAUNCH SLAB DOWN TO FTG.) — 


4" PERFORATED DRAIN AROUND 
PERIMETER PITCH TO DRY WELL 
CONNECT TO EXTER. DRAIN TILE 

NEW BASEMENT SLAB 



do not bacf; FILL UNTIL FLOOR 

JOIST ARE SECURED IN PLACE 
GRADE (SLOPE AWAY FROM BLDG.) 


-I 2" C.M.U W/ HORIZONTAL REINFORCING 
EVERY 2ND COURSE W/ #5 VERT. REINF. 
BARS @ 32" O.C. TIED TO BARS IN FTG. 
(FILL BLF;. SOLID W/ GROUT @ BARS) 

-WATER PROOFING MEMBRANE OR 
COATING 

RIGID INSULATION ADHERED TO 
WALL W/ WATER PROOF. COATING 


1 11 RIGID INSULATION BELOW 
CONCRETE SLAB 

4" GRAVEL OVER COMPACT. 
SOIL, (TYP. ALL FOOTINGS) 


-#5 VERTICAL BAR @ 32" O.C, FILL 
BLOCK. SOLID, TURN INTO FOOTING 

-CEMENT PARDGING OVER FOUND. 
WALL W/ BEVELED FILL @ FOOTING 

-CONTINUOUS FILTER FABRIC OVER 
4" PERFORATED DRAIN (OPTIONAL) 
W/ GRAVEL FILL ABOVE * BELOW 
4" PERFORATED DRAIN. PITCH 
DRAIN TO DRY WELL IN YARD 


2"D.x 2'-0" W CONTINUOUS CONC. 
FOOTING (3000 P.S.I.) W/ (3) #4 
CONTINUOUS HORIZONTAL REINF. 
BARS TIED TO #4 BARS @ 24" O.C. 
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k A-5 


SECTION THRU FOUNDATION 

SCALE: 3/4"= I '-0" 
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SECTION THRU CATHEDRAL CEILING 
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SCALE: 3/4"= I '-0" 
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-3/4" EXTERIOR GRADE PLYWOOD 
SHEATHING, I 5# ROOFING PAPER • 
ASPHALT SHINGLES AS SELECTED 
BY OWNER 

-ROOF RAFTERS @ I 6" O.C. 
NAILED TO 2"X4" CAP PLATE 


WOOD BASEBOARD * WINDOW TRIM 
/SILLS AS SELECTED BY OWNER 

FINISH FLR. AS SELECTED BY OWNER 

3/4" PLYWOOD SUBFLOOR GLUED 
* SCREWED TO FLOOR JOISTS 
FIRST FLOOR 


VINYL CLAD ANDERSON 1 WINDOW 
INSTAL AS PER MANUFACT. 
NSTRUCTION. FOR TYPE, SIZE * 
ROUGH OPEN., SEE FLOOR PLAN 

* SCHEDULE. ( FLASH AS REQ'D.) 

SIDING AS SELECTED BY OWNER 
OVER TYVEK 1 BUILDING PAPER 

* 1/2" PLYWOOD SHEATHING OR 
'DENS GLASS GOLD 1 SHEATHING 

2"x4" SOLE PLATE W/ CHAULR 
FIRST FLOOR 


PROVIDE ACCESS PANEL 
IN CLOSET CEILING BY BATH 


2'-0" CONT. MEMBRANE ICE SHIELD 
ROOF EDGES * ALL VALLEYS 

CONTINUOUS ALUM. GUTTER, PITCH 
TO LEADERS AS REQ'D. — 


R-30 BATT INSULATION 
WOOD FLOOR JOIST, SEE PLAN 
WD. BLOCKING IN LAST BAY 


2x RIM JOIST 

(2) 2" x 6" PRESSURE TREATED 
PLATE 


TERMITE SHIELD BELOW SILL PLATE 
STUCCO FINISH OVER FOUNDATION 
5/6" 0 x I 2" d. ANCHOR BOLT @ 
4'-0" O.C. OR MIN. 2 PER SILL 


^SECTION THRU FIRST FLOOR 

v A-5 
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STUDY 
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BEDROOM # 


-v 


BEDROOM #2 
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STORAGE 
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BATHROOM # 


BATHROOM #2 


CRAWL SPACE 


COVERED PORCH 


-2" CONC. RAT SLAB 



-2" X 8" LEDGER BOLTED TO 
RIM JOIST W7 1/2" BOLT 
24" O.C. 


-2" X 8" JOIST 


I 6" O.C. 



1 


/ 


1 11 X 4" TONGUE * 
GROOVE DECKING 
2" X 8" RIM JOIST 

(2) 2" X I 0" W/ GALV. 
BEAM ANCHOR 

-4" STONE FACET 


CO 



I 2" DIA. CONC. FTG. 
IN SONOTUBE FORM 
MIN 36" DEEF 


1/2" GYPSUM BOARD * 
POLY. VAPOR BARRIER 

2"x6" ATTIC FLOOR JOISTS 
I 6" O.C. W/ R-30 BATT INSULATION 

TURN JOIST PERPENDICULAR TO_ 
WALL LAST 2'-0" 

BEVELED BLOCKING, RAFTER SILL 
PLATE 

2X HEADER * PLYWOOD SPACER 
SEE HEADER FRAMING CHART 




FULL SECTION 


A- 5/ SCALE: 1/4" = I'-O" 


0" VINYL CLAD FASCIA W/ DRIP EDGE- 


CONTINUOUS PERFORATED VINYL 
SOFFIT OVER 2"x3" FRAMING 



SCALE: 3/4" 


-0" 


SECTION THRU ROOF EAVE 

' y SCALE: 3/4"= I'-O" 



COMPUTER DRAWN DO NOT REVISE BY HAND 
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BERGEN COMMUNITY COLLEGE: 
400 PARAMUS RD. PARAMUS N.J., 07652 
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